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handled   and   fully   automatic   and   suitable   temperature   controls   are
provided.

The Silkeborg H.T.S.T. plant, which is a Danish conception, is an appa-
ratus of the plate type constructed of stainless steel on normal lines. The
design of the plates is such as to give maximum turbulence to the flow of
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FIG. 212.    " GEM " H.T.S.T. Pasteurising Apparatus.     (Open.)
milk through the apparatus, and the jointing material between each plate is
arranged so that any leakages are readily discernible. A holder compart-
ment is supplied which is fitted with baffles, full temperature control and
flow-diversion operation being provided. A centrifugal pump of stainless
steel passes the liquid through the plant. The apparatus is illustrated in
Fig. 214.
With all short-time plant, certain difficulties may arise according to
the type of apparatus concerned. Plate apparatus requires special care as
regards the gasket which is fitted round each plate. As these gaskets become